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The RS 110 is the 
ideal entry into 
Sennheiser's wireless 
world of headphones. 
With a range of up to 
100 metres you can 
enjoy the sound of your 
hi-fisystem or TV 
without being tied 
down by an 

annoying cable. 





m Open, supra-aural wireless Stereo-RF headphone system 

m Detailed, analytical sound reproduction with strong bass response 
m Wireless freedom of sound (reception through walls and ceilings) 
m Forhi-fiand TV use 

m Very lightweight headphones, extremely comfortable to wear 

m Appealing design 

m Range -up to 100 m (300 ft) 

m AAA batteries included 

( m 2-year warranty 
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Model 
Headphone 


EAN No. 

UPC No. 

Cat No. 

Design 

Frequency response 
Transducer principle 
SPE(UKZ. view) 
THD 

Ear coupling 
Weight 

Power supply 
Operating time of headphone battery 


Transmitter 


Modulation 

Range 
Signal-to-noise ratio 
Carrier frequencies 
Audio connector 


Packaging 


Design 

Packaging dimensions (W x Hx D) 
Master carton dimensions (W x Hx D) 
Units per master carton 

Language 
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Wireless 


RS 110-8, RS 110-8-UK, RS 110-9 
HDR 110 


40 12418 09917 6, 40 12418 09918 3 
615104099197 (RS110-9) 

009917, 009918, 009919 

Headphones: grey-black, transmitter: grey-black 
22 iS) NOLO! mlz 

dynamic, open 

106 dB 

<0.7 % 

circumaural 

approx. 230g 

2.4V-—3V via two AAA batteries (LR 06) 
approx. 22h 


TR 110 


FM stereo 

upto 100m 

typ.65 dBA 

863.3; 864.0; 864.7 MHz or variant with 926.1; 926.8; 927.5 MHz (switchable) 
3.5 mm stereo jack plug with adaptor to °/2” (6.3 mm) 


Reclosable cardboard box with hanging eyelet 
215x 270x140 

300 x 460 x 720 

10 

German, English, French, Italian, Spanish, Dutch 
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Sennheiser is a trademark of Sennheiser electronic GmbH & Co. KG 
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